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Corrigendum 

Corrigendum  to  “Ni-P  coated  Ni  foam  as  coking  resistant  current  collector  for 
solid  oxide  fuel  cells  fed  by  syngas”  [J.  Power  Sources  198  (2012)  164-169] 

Ning  Yan,  Xian-Zhu  Fu,  Jing-Li  Luo* *,  Karl  T.  Chuang,  Alan  R.  Sanger 

Department  of  Chemical  and  Materials  Engineering,  University  of  Alberta,  Edmonton,  Alberta  T6G  2G6,  Canada 


The  authors  regret  that  an  error  was  made  in  the  above  mentioned  paper. 

On  page  165,  in  the  third  paragraph  of  section  2.3  for  “the  active  area  of  the  button  cell  was  0.47  cm2”  the  value  should  have  been 
0.25  cm2. 

The  authors  would  like  to  apologise  for  any  inconvenience  this  may  have  caused  to  the  readers  of  the  journal. 
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